COTTON

widely pitched spirals, in each direction, on the chase
or nose of the cop from the first coils on the spindle
until the cop is completed. By this .system the present
difficulties of winding are removed and the process
enormously simplified.

FIG.

The actuating of this cross-winding mechanism is
effected by oscillating the winding faller shaft through
the boot-leg resting on the block traversing along an
undulating rail during the inward run of the carriage.
The oscillation of the winding faller shaft A (Fig 3/A) is